Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 LENING 01318 220758Z 

10 

ACTION EUR- 12 

INFO OCT-01 ISO-OO /013 W 

027258 

R 2207 15Z AUG 75 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC 1511 

UNCLAS LENINGRAD 1318 

EO 11652N/A 

TAGS: TECH, OCON, UR, US 

SUB J : NON-PARTICIPATION OF LENINGRAD INSTITUTE AT ENGINEERING 
CONFERENCE AT CLEMSON UNIVERSITY 

1. DEPT IS KINDLY REQUESTED TO PASS MESSAGE IN PARA 2 TO MR. 

BILLY EDGE, CLEMSON UNIVERSITY, CLEMSON, SOUTH CAROLINA (FYI MR. 

EDGE CALLED CONGEN ON AUGUST 20 TO INQUIRE ABOUT PARTICIPATION OF A 
DR. ROSANOV OR OTHER SCIENTIST FROM LENINGRAD INSTITUTE OF HYDRAULIC 
ENGINEERING AT ENGINEERING CONFERENCE BEING HELD AT CLEMSON UNIVERSIT 
Y 

IN EARLY SEPTEMBER). 

2. BEGIN MESSAGE. DEAR MR. EDGE: THE DIRECTOR OF THE LENINGRAD RE- 
SEARCH INSTITUTE OF HYDRAULIC ENGINEERING HAS INFORMED ME THAT NEITHE 
R 

DR. ROSANOV NOR ANY OTHER MEMBERS OF HIS INSTITUTE WILL BE ABLE TO 
ATTEND THE CONFERENCE AT CLEMSON IN SEPTEMBER. DR. ROSANOV IS NOT 
PRESENTLY IN LENINGRAD SO IT WAS NOT POSSIBLE TO DISCUSS THE MATTER 
OF HIS PAPER. I HOPE THIS INFORMATION WILL BE HELPFUL TO YOU. 

BEST REGARDS, GARY L. MATTHEWS, AMERICAN CONSUL. END MESSAGE. 

NEUBERT 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ENGINEERING, DIPLOMATIC COMMUNICATIONS, MEETING DELEGATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 AUG 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LENING01318 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750290-1077 
From: LENINGRAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750827/aaaaaxsb.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 FEB 2003 by ReddocGW>; APPROVED <26 JAN 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NON-PARTICIPATION OF LENINGRAD INSTITUTE AT ENGINEERING CONFERENCE AT CLEMSON UNIVERSITY 
TAGS: TECH, OCON, UR, US, (EDGE, BILLY) 

To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



